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REFLECTING TELESCOPE

In Mt. Wilson (California) Observatory. This
telescope has a mirror 100 inches in diameter,
now the largest in the world. A new reflecting
telescope with a mirror 200 inches in diameter is
now being made. This telescope will be located
in a favorable mountain site, and will be used
to supplement the Mt. Wilson Observatory